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Venue 


The congress will take place in the lecture hall building at Friedrich-Schiller University of Jena, 
which is located in the city center. It is easy accessible by the local tram system (lines 2,5, and 35, 
Stop «Emst-Abbe-Platz»). The conference hotel (Steigenberger Esplanade! is about 150 m away. 
The conference venue is located in a pedestrian zone in the middle of the city. A large number of 
restaurants, take-away food services, a student cafeteria, and a student dining hall are within two 
minutes walking distance of the convention center. 
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